Message 


From: 

Sent: 

To: 

CC: 

Subject: 


Hannon, Bruce (DPH) [/O^CGM MON WEALTH OF MASSACHUSETTS/OU=MASSMAIL- 
01/CN=RECIP!ENTS/CN=BRUCE.HANNON] 

7/14/2010 8:45:58 PM 
anna__deluca@agiient.com 

Khan, Annie (DPH) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Annie.Khan]; 
Piro, Peter (DPH) [/0=CG MM ON WEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Peter.Piro] 

RE: Agilent GC and GCMS updates 


Hi Anna, 

I wanted to pass along a couple of other number that may be useful for you. You'11 be working alongside 
Annie (617-983-6631) and Pete (617-983-6634) whi1e in the drug lab. If I'm not avai1able for some reason, 
pi ease feel free to contact either one of them. 

See you tomorrow, 

Bruce 


Bruce Hannon 
Chemist 

Environmental Chemistry Laboratory 
MA Department of Public Health 
Wi11iam A Hinton State Laboratory Institute 
305 South Street, Room 310 
Jamaica Plain, MA 02130 
Phone: (617) 983-6654 (w), 

-Original Message- 

From: anna_deluca@agi1ent.com [mai1 to:anna_deluca@agi1ent.com] 
Sent: Tuesday, July 13, 2010 11:32 AM 
To: Hannon, Bruce (DPH) 

Subject: Agi1ent GC and GCMS updates 



Hi Bruce, 

Here i s my contact info. If you want to cal 1 me best number is my cel 1 
If you could pi ease forward me the software and firmware revisions. 

Thanks, 

Anna 

Anna De Luca | Field Support Engineer| Agi1ent Technologies, Life Sciences & Chemical Analysis | 40 
Shattuck Road; Andover, MA 01810 | 978.681.2148 | *: Anna_DeLuca@Agilent.com 
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